Permanent Painting

nature, and therefore acts like a varnish gum, for it
dries with a considerable gloss. It is not very stable,
and while it may dry fairly well by itself, it acts sim-
ilar to bitumen, retarding the drying of other colors.
It is therefore not to be generally recommended.
GERANIUM LAKE
It is very unfortunate that in the early 70*5 when
the dye known as eosine was invented, many brilliant
lakes were made for the painter, which exceeded in
strength and effectivenss any coloring matter that had
been known before that time. There are two shades of
geranium, the bluish and the yellowish, both of them
exceedingly brilliant, some of which are precipitated
on alumina and some on minium or red lead. In any
case, geranium lake is so fugitive when made of eosine,
that in 24 hours it begins to bleach, and many a painter
has had his work completely destroyed by the use of
pigments of this class. It is unfortunate that these col-
ors were ever sold to painters. They should under
no circumstances be used. The madder lakes easily
replace geranium lake and should be used instead.
GERANIUM MADDER
When this pigment is made of a very bright form of
madder it is safe to use it as a glazing color, as it is
perfectly permanent. It is like all the madders which